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U.S.  EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine  Release 

SHIPROCK,  NEW  MEXICO  - Today,  U.S.  EPA  released  additional  water  quality  data  from  Aug.  7 to 
Aug.  9,  2015,  on  the  San  Juan  River  between  Farmington  and  Shiprock,  New  Mexico.  The  August  7 data 
was  collected  for  baseline  purposes  to  understand  river  conditions  at  the  Hogback  monitoring  location, 
prior  to  the  impact  of  the  upstream  contaminants  from  the  Gold  King  Mine  release 

To  assess  the  impacts  of  the  release  at  the  Gold  King  Mine,  water  quality  samples  were  collected  at  four 
locations  for  24  metals.  Each  surface  water  sample  was  analyzed  for  metals  including  arsenic,  cadmium, 
lead  and  mercury. 

Due  to  the  highly  variable  conditions  typical  of  this  segment  of  the  river,  additional  testing  will  be 
conducted,  and  we  continue  to  work  closely  with  the  Navajo  Nation  EPA  on  assessing  drinking  water, 
agriculture,  livestock,  and  other  critical  water  needs. 

More  information  here: 

http://www2.epa.oov/qoldkinqmine/aold-kino-mine-data-auqust-15-2015 

http://www2.epa.gov/qoldkinqmine/epa-statement-water-aualitv-data-collected-san-iuan-river-between- 

farminqton-and 

For  additional  information  on  the  response  to  the  Gold  King  Mine  release  www.epa.gov/qoldkinqmine 
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If  you  would  rather  not  receive  future  communications  from  Environmental  Protection  Agency,  let  us  know  by  clicking  here 
Environmental  Protection  Agency,  1200  Pennsylvania  Avenue  NW,  Washington,  DC  20460  United  States 


1793123 


ED  000552B  00005890-00001 


